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2.40 (b) W 

ATTEMDIMG VETEBINAFIIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIPITOBSL 

The ilicensee allowed local animal coninol oflieers to eulrtanize a whitetail deer ait the ladlity on June £0, 2015 The 
cirpomstenoe^ were that [he licensee used kelemine io iranquilize arxJi'pr eedele 1he enimel. The liqeneee rxM 
able lo loll the ilnspadors the ouDhanasla drug used. The euthanasia material was administered IC (Intra-eardiac) by 
the animal control officers, according to the licengsee. The curTent program of veterinary care does not state that 
euthanasia can be carried du1 by iliaae persona and does net list this method ae an approved method by Ihe 
attending veterinarian, The program of vetennary care did not Indicate who would be performing the nrelhotls of 
emhg.nasia nor the species to tw euthanized. The program lists the use of pentobarbital IV or IM with no dosagie. The 
attending vetarinariari must approve in writing the melhoda o1 euthanasia to be perlwmed, who will perform the 
euthanasia of regulated species and satd persons musl be properly trained in the nrethods of euthanasia, ft should 
aigg reflect drug name, route and dosage. 

Correct by Oclcher 2&t S 

3.12& (a) 

FACILITIES. GENERAL 

The back wall of the bobcat enclosure has rusted and started flaking oft at the bottom of Ihe wall Rust prevents it 
from being property sanitized. The llakinpg pt [he rust hea eiqposed sharp points that can potentially cause harm to the 
animal anclosod. 

The zebra enclocure hae a wooden fence ineide the mair enolb&ure that has rotted and aeotiona of the lence are 
partially down. On one ol the sectlorts, there Is a piece of the woodeo fence that has brohert and e^iposed pointed 
end- The exposed brolten pieces of the fence can be hazardous to the animals enclosed and potentially cause injury. 
Tho erKlosuro must be maintairtad in good repair lo prolad tha anir'nals from ir^jury. 

The capybara encfosure has an empty pool that is not in use. The licensee has put plywood on top of the pool fo 
cover it. Tt>s corners of Ihe plywood have been chewed on Oi^cessively causing Ihe plywood lo cud up exposir^ 
large gaps into the empty pool. There are e:<posed screws that had held the pJywood down 
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that are estposed The gaps in ihe ply'wood are large erioijgh for ihe animal enctosed to lall into and can potentially 
caaw injury tg the animals gnglrjsfld. 

Licenses musi mamlalrt outdoor faolltl&s so that It Is structurally sour^ and lin good repair to protocl animals from 
injury. 

'Non-compliances were corrected at the time o1 Inspection 


Inspection was conducted by APHIS personnel with facility representative. 
Evil Interv^w was conducted by phone with lacillly rapresenlatjve. 
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